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GENERAL  STATISTICS. 

Area  of  the  District  Acres  5,978 

Rateable  Value  £105,129 

Produce  of  a Penuy  Rate  (Gross)  £534 

Population,  Census  1911  ...  ...  ...  12,518 

Population  at  middle  of  1913,  estimated  ...  13,199 

Number  of  inhabited  houses,  1911  ...  ...  2,753 

Average  number  of  persons  per  house  ...  ...  4‘5 

Birth-rate  per  1,000  living  ...  ...  ...  21’4 

AA^erage  Birth-rate  for  three  previous  years  ...  20*6 

Death-rate  per  1,000  living  ...  ...  ...  10*08 

Average  Death-rate  for  three  preAuous  years  ...  10*27 

Infant  Alortality  Rate  per  1,000  ...  ...  45*9 

AAmrage  Infant  Mortality  Rate  for  three 

preAuous  years  ...  ...  ...  ...  .83*9 

Death-rate  from  Epidemic  Disease  per  1,000 

living  ...  ...  ...  ...  ...  ...  *07 

Average  Death-rate  from  Epidemic  Diseases  for 

three  previous  years  ...  ...  ...  *86 

Number  of  deaths  from  Tuberculosis  (all  forms)  12*00 

Death-rate  from  Tuberculosis  per  1,000  ...  *909 

Number  of  deaths  from  Cancer  ...  ...  ...  24*00 

Death-rate  from  Cancer  per  1,000  ...  ...  1*818 


ANNUAL  REPORT 

OF  THE 

MEDICAL  OFEICER  OF  HEAETH. 


Thames  Ditton,  Surrey. 

February , 1914. 

To  the  Chair  man  and  Menihers  of  the  Urban  District 
Council  of  Esher  and  the  Dittons. 

Cjextlemen, 

1 beg  to  present  1115^  Annual  Report  on  the  liealtli  of 
and  the  sanitary  work  done  in  the  district  during  the 
year  1913. 

x\  memorandum  of  the  Local  Government  Board 
issued  in  December  last  calls  for  certain  information 
which  is  dealt  with  in  the  order  mentioned  in  that  paper. 

NATFRAL  and  social  conditions. 

The  situation  on  the  south  bank  of  the  Thames 
naturally  indicates  that  that  portion  on  the  river  bank  is 
somewhat  low-lying.  The  parts  away  from  the  river  are 
more  raised,  as  at  Fpper  Long  Ditton,  where  a level  of 
116  feet  is  found.  The  highest  point  at  Claygate,  nearly 
two  miles  away  from  the  river,  is  103  feet,  and  at  Esher 
the  highest  part  is  about  160  feet  above  Ordnance  data. 

The  lower  part  of  Esher  is  adjoining  the  River  Mole, 
which  forms  a boundary  of  the  district  on  the  western 
side. 

The  subsoil  of  the  lower  area  is  formed  of  gravel, 
which  provides  excellent  drainage  for  surface  water,  and 
evidence  of  this  is  seen  in  the  rapid  manner  in  which 


4 


roads  dry  up  after  the  cessation  of  rain.  There  is  a con- 
sideral)]e  depth  of  this  grayel  l>efore  the  London  clay  is 
reached,  and  which  makes  its  appearance  in  tlie  liip-her 
l)arts  of  Long  Litton  and  Claygate.  The  liigher  i)art  of 
Esiier  consists  of  the  lower  Bagsliot  sand  resting  on 
London  clay.  The  average  rainfall  is  about  26 J inches, 
and  the  climate  of  the  distinct  is  one  that  is  distinctly 
liealtliy,  and  well  suited  to  old  iieople  and  children. 
There  are  anijile  open  spaces  in  the  Commons  at  Thames 
Litton  and  Esiier,  and  the  place  is  Avell  wooded,  which 
makes  every  part  pleasant  to  the  eye. 

Being  within  such  easy  reach  of  London  and  its 
larger  suburbs,  a large  number  of  residents  are  occupied 
during  the  day  with  business  in  those  places.  As  a 
residential  place  there  is  not  a large  number  of  poor, 
though,  of  course,  there  are  cottages  occupied  by  those 
who  earn  their  living  in  the  employ  of  their  wealthier 
neighbours.  The  chief  industries  at  Thames  Litton  are  a 
motor  factory  and  a bronze  foundry,  at  Esher  a large 
book-binding  factory,  and  at  Long  Litton  there  are  works 
belonging  to  the  Metrojiolitan  Water  Board;  at  Claygate 
there  are  two  briclvfields,  where  many  of  the  men 
residing  there  are  employed. 

At  the  Census,  1911,  there  were  12,518  persons 
living  in  the  district,  and  I estimate  that  the  population 
at  the  middle  of  1913  was  13,199. 

SANITARY  CIBCEMSTANCES  OF  THE 

DISTRICT. 

With  the  excei)tion  of  the  most  southern  part,  the 
whole  of  the  water  supply  is  derived  from  the  Metro- 
])olitan  Water  Board.  That  provided  for  the  area  men- 
tioned is  obtained  from  the  Leatherhead  Water  Company. 
The  character  and  quantity  of  the  water  supplied  is  good, 
and  the  only  alteration  I should  like  to  see  is  the  provi- 
sion of  a constant  supply  throughout  the  whole  of  the 


district.  At  the  present  time  only  a small  part  of  Long 
Litton  and  Thames  Litton  are  given  a constant  supply. 

The  two  rivers,  the  Thames  and  Mole,  are  both  under 
the  control  of  the  Thames  Conservancy,  and  consequently 
the  Council  is  not  often  called  on  to  take  any  action  with 
regard  to  the  state  of  either  of  these.  There  is  also  a 
small  stream  known  as  the  Itythe  which  joins  the  Thames 
at  the  boundary  between  the  parishes  of  Thames  Litton 
and  Long  Litton.  The  bed  of  this  stream  is  in  the  same 
state  as  when  I last  reported  on  it.  Luring  the  past  year 
it  has  been  kept  clean,  and  there  has  not  been  any  serious 
nuisance  from  it,  but  the  l>ed  should  be  made  up  to 
prevent  water  stagnating  in  the  holes,  and  smelling 
during  hot  weather. 

The  district  is  drained  by  sewers  which  receive  the 
contents  of  all  houses  except  those  in  the  most  southern 
part,  and  in  a few  rare  cases  where  houses  are  at  some 
distance  from  a sewer.  The  sewers  lead  to  the  works  at 
Lower  Green,  where  the  sewage  is  first  treated  with 
alumino-ferric,  and  i)recipitated,  and  run  on  to  the 
farm  land,  and  after  filtration  is  discharged  as  effluent 
into  the  Mole.  The  part  which  is  not  drained  by  the 
sewers  is  an  isolated  part  of  the  CTaygate  Ward,  consist- 
ing of  large  private  houses,  and  here  cesspool  drainage 
has  had  to  be  used.  All,  however,  are  properly  attended 
to  by  the  occupiers,  and  no  nuisances  have  been  dis- 
covered. The  water  is  not  at  all  likely  to  become  con- 
taminated, as  it  is  derived  from  the  Leatherhead  supply, 
which  is  brought  some  distance.  There  are  about  TO 
houses  where  there  is  cesspool  drainage,  and  about  35 
earth  closets  in  the  district.  These  latter  are  all  modern 
structures,  and  are  kept  in  such  a state  as  not  to  cause 
any  nuisance. 

The  household  refuse  is  collected  by  the  Councirs 
men  and  removed  weekly,  and  this  arrangement  on  the 
whole  proves  satisfactoi'y  as  complaints  are  seldom 
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received.  Nearly  all  tlie  fixed  dustbins  liave  been 
replaced  by  the  modern  moveable  ones,  and  every  oppor- 
tunity is  taken  to  get  those  old  ones  replaced  by  more 
modern  and  sanitary  ones.  The  refuse  is  carted  away  to 
the  brickfields  at  Claygate,  where  after  allowing  time  for 
the  rotting  of  vegetable  and  other  organic  matters  it  is 
burnt  as  the  fuel  for  brick-making. 

In  addition  to  the  special  inspections  made  under 
the  Housing  and  Toavii  Planning  Act,  a systematic  house- 
to-house  inspection  of  all  the  cottages  throughout  the 
district  is  made  in  each  year.  The  register  of  defects 
found  is  made  the  basis  of  action  to  get  any  insanitary 
conditions  ameliorated.  Fifty-four  complaints  were 
received  and  attended  to,  but  a much  larger  number  of 
nuisances  were  discovered  and  abated.  No  cases  of  over- 
crowding Avere  found,  and  the  district  generally  has  been 
free  from  serious  nuisances.  BeloAv  I give  a tabular  state- 
ment shoAving  in  detail  the  amount  of  Avork  that  has  been 
done  in  connection  Avith  the  inspection  of  the  district. 

Number  of  Inspections  made.  Notices  serAmd, 
Nuisances  abated,  and  other  ImproAmments  effected 
during  the  year  under  the  Public  Health  and  other  Acts, 
exclusive  of  Inspections  under  the  Housing,  &c..  Act, 
1909. 

(I)  No.  of  Inspections — 

Dwellings  inspected  under  the  Public 

Health  Act  ...  ...  ...  ...  407 

Pe-inspections  arising  out  of  the  same,  and 

Ausits  to  Avorks  in  progress  ...  ...  460 

Inspections  under  the  Factory  and  Work- 
shops Act  ...  ...  ...  ...  203 

Slaughterhouse  inspections  ...  ...  64 

Inspections  of  Meat  and  other  Foods  ...  97 

Inspections  under  the  Dairies,  Cowsheds 

and  Milkshops  Pegulations  ...  ...  189 

Miscellaneous  inspections  ...  ...  ...  29 
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(2)  Notices  served— 

No.  of  Statutory  Notices  ... 

Informal  written  Notices  ... 

Verbal  intimations 

(3)  Disinfecting — 

Premises  disinfected 

(4)  Results  of  Inspections  and  Notices — 

Cottages  cleansed,  &c.,  throughout 
Do.  rooms  cleansed  as  required 
Workrooms  cleansed  under  the  Factory 
and  Workshops  Act 

Miscellaneous  Nuisances  abated  under  ditto 
Yards,  passages,  &c.,  paved 
Existing  paving  repaired  ... 

Soil  drains  examined  and  tested  ... 

Do.  entirely  relaid  ... 

Do.  partly  relaid 
Do.  repaired 

Blocked  and  choked  drains  cleared 
New  surface  drains  provided 
Defective  roofs  repaired 
Leaky  and  defective  eaves  gutters  attended 
to  (No.  of  dwellings)  ... 

Rain-water  pipes  disconnected  and  trapped 
AVater  closets  repaired,  cleansed  and  other- 
wise improved  ... 

New  sanitary  dustbins 
Foul  accumulations  removed 
Animal  nuisances  abated  ... 

Cesspools  abolished 
Miscellaneous  nuisances  abated 
Complaints  received  and  attended  to 
AA^ater  Board’s  Notices  received  and 
attended  to 

The  Council  has  recently  adopted  a set  of  Bye-laws 
to  regulate  Houses  let  in  Lodgings ; these  will  come  into 
force  during  the  present  year.  The  reason  for  intro- 
ducing these  bye-laws  has  been  that  difficulty  has  often 
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been  found  in  dealing  with  houses  which  are  occupied  by 
members  of  more  than  one  family,  and  in  which  a degree 
of  overcrowding  has  frequently  been  seen. 

These  are  the  only  bye-laws  that  it  has  been  found 
necessary  to  adopt  as  yet,  as  there  are  no  offensive  trades, 
no  common  lodging-houses,  or  underground  dwellings. 

In  each  of  the  four  wards  there  are  elementary 
schools,  which  I have  inspected  at  various  times  during 
the  year  for  the  purpose  of  observing  the  state  of  the 
rooms  as  to  ventilation,  warming,  and  cleanliness. 
Every  school  is  supplied  with  water  from  the  Water 
Board’s  supply,  and  the  water  closets  and  lavatories  are 
connected  to  the  sewers.  Special  care  is  taken  to  see  that 
all  lavatories  are  kept  in  a clean  state. 

There  is  a great  improvement  to  record  with  regard 
to  the  schools  at  Esher.  New  and  better  cloak  rooms  have 
been  provided  for  each  department;  warming  and  ventila- 
tion has  been  improved  by  the  adoption  of  central  heat- 
ing, with  a warmed  in-take  of  fresh  air.  Several  windows 
have  been  enlarged,  and  more  lights  made  to  open,  which 
has  increased  the  lighting  and  improved  the  ventilation. 
These  are  old  buildings,  but  I am  satisfied  that  much  has 
been  done  to  improve  them,  and  I hope  that  the  result 
will  be  improved  health  for  the  children. 

Also  at  Long  Litton  there  have  been  alterations  and 
the  introduction  of  a similar  method  of  heating,  which 
has  materially  benefitted  the  sanitary  state  of  these 
schools.  The  yard  has  been  re-gravelled,  and  the  surface 
water  drains  repaired.  The  work  done  here  has  provided 
more  room  for  the  children,  and  I feel  sure  the  gain  to 
the  children  will  be  no  small  one. 

On  two  occasions  it  was  necessary  to  close  the  Esher 
Infants’  School  for  outbreaks  of  measles  and  chicken-pox. 
As  will  be  seen  later  in  the  report  there  had  not  been  so 
much  infectious  disease  as  in  the  former  year. 
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Tlie  following  is  a list  of  the  exclusions  from  school 
as  reported  to  me  : — 

Scarlet  Diph-  Chicken  Phtheir- 

Measles.  Fever,  theria.  Pox.  Mumps,  iasis. 

Thames  Ditton  ...  ...  — 

Long  Ditton  ...  ...  — 

Esher  ...  ...  ...  35 

Claygate  ...  ...  ...  41 

Totals  ...  ...  76 

The  seven  cases  of  phtheiriasis  were  reported  by  the 
school  nurse,  and,  in  addition  to  advice  given  to  the 
parents,  the  houses  were  cleansed.  The  walls  were 
stripped,  and  washed  over  with  strong  formalin  solution, 
and  all  contents  were  washed  with  a solution  of  carbolic 
acid. 

The  following  is  a summary  of  the  work  that  I have 
done  in  connection  with  the  schools:  — 

Number  of  visits  to  schools  for  general 

purposes  ...  ...  ...  ...  ...  12 

Number  of  special  visits  for  infectious  diseases  0 
Schools  closed  for  infectious  diseases  ...  ...  2 

Number  of  special  visits  for  contagious 

diseases  ...  ...  ...  ...  ...  0 

Number  of  home  visits  to  individual  children 

for  infectious  or  contagious  diseases  ...  0 

Number  of  children  examined  by  request  of 

S.A.O.  23 

Number  of  certificates  given  for  S.A.  purposes  22 
Special  reports  on  structural  and  other  defects  0 

The  supply  of  milk  in  the  district  appears  to  be  good 
and  wholesome ; it  is  partly  produced  in  the  neighbour- 
hood, and  the  remainder  is  brought  in  from  other 

counties. 

The  Dairies,  Cowsheds  and  Milkshops  have  been 
regularly  inspected,  and  the  various  provisions  of  the 
Orders  and  bye-laws  are  enforced.  As  a general  rule 
little  difficulty^  is  now  experienced  in  getting  those  respon- 
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sible  to  do  any  necessary  cleansing  when  asked  to  do  so. 
A quarterly  inspection  of  all  milch  cows  is  made  by  the 
Veterinary  Surgeon,  and  I give  a copy  of  his  report  sum- 
marising his  work  during  the  year. 

1,  Lovelace  Gardens, 

Surbiton. 

March,  1914. 

Mr.  Chairman  and  Gentlemen, 

I beg  to  submit  to  you  a general  report  with 
regard  to  the  inspection  of  the  dairy  cattle  of  the 
district. 

During  the  past  year  I have  conducted  four 
quarterly  inspections  of  the  milch  cows  of  the 
district,  visiting  seventeen  cowsheds,  and  inspecting 
from  340  to  400  dairy  cows  and  heifers. 

I am  glad  to  be  able  to  state  that  I have  only 
had  reason  to  notify  two  suspected  cases  of  tuber- 
culosis, which  were  immediately  removed  from  the 
herds. 

The  class  of  cows  kept  for  milk  production  is  of 
a distinctly  higher  grade  than  hitherto,  and  compares 
very  favourably  with  the  cattle  kept  for  milk  produc- 
tion and  inspected  by  me  in  other  districts. 

I put  this  fact  down  to  the  general  interest  taken 
by  the  owners  in  their  cattle,  and  the  reason  of  this 
increased  interest  I regard  to  a large  measure  due  to 
the  periodical  veterinary  inspection  of  their  cattle. 

I am  pleased  to  state  that  in  every  case  I have 
had  the  full  support  and  co-operation  of  the  owners 
with  regard  to  the  carrying  out  of  my  duties. 

I beg  to  remain.  Gentlemen, 

Your  obedient  servant, 

John  E.  Lloyd  Still, 

M.E.C.V.S.  Lond.,  F.V.M.A. 
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I submit  a list  of  all  those  who  are  registered  under 
the  Dairies,  Cowsheds  and  Milkshoj)s  Orders:  — 

LIST  OF  REGISTERED  COWKEEPERS  IN  THE 

DISTRICT. 


Mr.  H.  Hanson 

Messrs.  Keen  Bros. 

Mr.  A.  J.  Keen 

Ember  Lane,  Thames  Ditton. 
Manor  Farm,  Thames  Ditton. 
Manor  Road  Farm,  Thames 
Ditton. 

Mrs.  Sarah  Taylor... 

St.  Leonard’s  Farm,  Thames 
Ditton. 

Mr.  J.  F.  Chirgwin 

Mrs.  M.  A.  Goodrich 

Ditton  Marsh,  Thames  Ditton. 
Upper  Couch  more,  Thames 
Ditton. 

Mr.  H.  Broom 

Mr.  R.  Cobb 

Mr.  W.  Beile 

Mr.  D.  Edwards 

Mr.  R.  Howard 

Long  Ditton  Hill. 

Lower  Green,  Esher. 

West  End,  Esher. 

Copseham,  Esher. 

Pound  Farm,  Lower  Green, 
Esher. 

Mr.  J.  P.  Roberts  ... 
Messrs.  Moon  & Sons 
Messrs.  Moon  & Sons 

Mr.  H.  Stent 

Mr.  R.  Brice 

Captain  E.  W.  Seymour  . 

Horringdon  Farm,  Claygate. 
Vale  Farm,  Claygate. 

Manor  Farm,Woodstock  Lane. 
Slough  Farm,  Claygate. 

Green  Farm,  Claygate. 

The  Farm,  Claremont. 

LIST  OF  REGISTERED  MILKSELLERS. 


Mr.  F.  Hanson 

Mr.  A.  J.  Keen 

Mr.  E.  Tekell 

Mrs.  S.  A.  Whales  ... 

Mr.  H Levitt 

Messrs.  J.  Trigg  & Son 

Mr.  W.  Beile 

Mrs.  H.  Lay 

Mr.  H.  B.  Bantoft  ••• 

Mr.  J.  P.  Roberts  ... 

Mr.  Peter  Carter  ... 

High  Street,  Thames  Ditton. 
Weston  Gi'een, Thames  Ditton. 
SumnierRoad, Thames  Ditton. 
Summer  Road, Thames  Ditton. 
East  Molesey. 

Long  Ditton. 

High  Street,  Esher. 

Lower  Green,  Esher. 
Portsmouth  Road,  Esher. 

The  Parade,  Claygate. 

2,  Albany  Crescent,  Claygate. 

12 


Frequent  inspections  are  made  of  all  places  where 
food  stuffs  are  stored  or  prepared  for  use,  in  order  to 
ensure  that  the  food  is  good  and  that  the  premises  are 
kept  in  a clean  and  sanitary  condition.  No  food  was  at 
any  time  found  that  was  unsound  or  otherwise  unfit  for 
use. 


There  are  seven  bakehouses  in  the  district  which  have 
been  kept  under  observation,  and  are  in  good  sanitary 
order.  Until  lately  there  was  one  which  was  technically 
underground,”  but  this  is  now  abolished. 

There  are  nine  private  slaughter-houses,  of  which 
only  four  are  used  to  any  extent.  They  have  all  been  kept 
free  from  any  accumulations  which  might  have  caused 
nuisances.  As  in  every  case  they  are  placed  close  to 
dwelling-houses,  this  is,  of  course,  a matter  of  great 
importance.  Most  of  the  meat  consumed  in  the  district 
is  killed  outside,  a good  deal  being  brought  from  the 
London  Meat  Markets,  where  it  is  very  efficiently 
inspected  before  being  removed.  The  inspection  of  meat 
exposed  for  sale  is  carried  out  by  the  Sanitary  Inspector 
who  is  a qualified  inspector  of  meat  and  food.  In  doing 
this  work  he  has  not  found  any  that  he  felt  obliged  to 
bring  to  my  notice  as  unfit  for  food. 

The  duty  of  administering  the  Sale  of  Food  and 
firugs  Acts  is  undertaken  by  the  Surrey  County  Council, 
and  the  County  Medical  Officer  of  Health  has  supplied 
me  with  a list  of  the  vario.us  articles  that  have  been 
analysed  in  accordance  with  these  Acts. 

Analysed:  Milk,  21;  Cream,  1;  Butter,  10;  Cheese, 
1;  Flour,  1;  Cocoa,  1;  Spirits,  2 (adulterated  or 
deteriorated  2,  prosecution  1,  conviction  1),  Totals— 
Analysed,  37 ; adulterated  or  deteriorated,  2 ; prosecu- 
tion, 1;  conviction,  1. 
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HOUSING. 

The  Local  Government  Board  specifies  in  the  Ilonsing 
(Inspection  of  District)  Regulations  of  the  2nd 
September,  1910,  that  a tabular  statement  be  supplied  in 
the  report  of  the  Medical  Officer  of  Health,  and  I give  this 
below  : — 

Table  of  Work  done  under  the  Housing  Acts 

IN  1913. 

1.  Number  of  houses  inspected  ...  ...  Ill 

2.  Number  of  houses  considered  so  dangerous 

or  injurious  to  health  as  to  be  unfit  for 
occupation  ...  ...  ...  ...  6 

3.  No.  of  houses  under  2 which  were  made  fit 

for  habitation  without  formal  representa- 
tion to  Local  Authority  ...  ...  ...  0 

4.  No.  of  formal  representations  to  Local 

Authority  with  view  to  the  issue  of 
closing  orders  ...  . . . • ...  . . 6 

5.  No.  of  closing  orders  made  ...  ...  4 

6.  No.  of  houses  represented  unfit  for  habita- 

tion which  were  made  fit  without  closing 
orders  ...  ...  ...  ...  ...  9 

T.  No.  of  houses  in  which  defects  ay  ere 

remedied  after  the  issue  of  closing  orders  3 

8.  No.  of  houses  voluntarily  closed  by  oAvners  0 

9.  No.  of  houses  Ymluntarily  demolished  by 

owners  ...  ...  ...  ...  ...  9 

I estimate  that  there  are  about  1,204  houses  rented 
at  £16  and  less,  and  about  427  in  Avhich  the  rent  is  from 
£16  to  £26. 

In  the  schedule  below  I giA^e  full  details  of  the  inspec- 
tions made  during  the  year,  and  a further  table  shoAving 
the  results  of  the  action  taken  in  consequence  of  those 
inspections. 

Schedule  showing  details  of  dwellings  scheduled  and 
inspected.  Notices  served  and  sanitary  works  and  improA^e- 
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ments  carried  out  during  the  year  ending  December  31st, 

1913. 


Total  of  Dwellings  Inspected  During  the  Year 
Ending  December  31st,  1913. 


21  Lames  Ditton  Ward. 

Nos.  1 to  6,  Elm  Cottages,  Long  Arch  ... 

1 to  4,  Clifton  Cottages,  Queen’s  Load 
1 to  4,  Ivy  Cottages,  Queen’s  Load  ... 

1 to  4,  Vine  Cottages,  Queen’s  Road  ... 

1 to  12,  Alexandra  Villas,  Alexandra  Road 
1 to  4,  Rythe  Terrace,  Thorkhill  Road 
1 to  4,  Eern  Cottages,  Weston  Park  Road 
Vine  Cottage,  Weston  Park  Road 

Lo7ig  Ditton  W^ard. 

1 to  3,  Gloucester  Cottages,  Rushett  ... 

1 to  4,  Oxford  Cottages,  Rushett 
1 to  4,  Melrose  Cottages,  Rushett 
1 and  2,  Box  Trees  Cottages,  Rushett  ... 

1 and  2,  Crowne  Cottages,  Rushett 
1 to  3,  Ellen  Cottages,  Rushett 
Rose  Cottage,  Rushett 
1 to  3,  Roebuck  Cottages,  Rushett 
1 to  4,  Charles  Cottages,  Rushett 
1 and  2,  South  End  Cottages,  Rushett 
Ruehett  Laundry 

1 and  2,  Courtwood  Cottages,  Rushett 
1 to  3,  Fairlawn  Cottages,  Rushett 
1 to  3,  Glenwood  Cottages,  Rushett 
1 to  3,  Wyndham  Cottages,  Rushett  ... 

1 to  4,  Brunswick  Cottages,  Rushett  ... 

1 to  4,  Clement  Cottages,  Rushett 
1 and  2,  Alpha  Cottages,  Rushett 
1 to  4,  Clyde  Cottages,  Rushett 
1 and  2 Kelvin  Cottages,  Rushett 
1 and  2,  North  End  Cottages,  Rushett 
1 to  3,  Vine  Cottages,  HQwmrd  Street 


6 

4 

4 

4 

12 

4 

4 

1 


3 

4 
4 
2 
2 
3 
1 

3 

4 
2 
1 

2 

o 

o 

3 

3 

4 
4 
2 
4 

9 

2 

3 


39 


61 
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Esher  Ward. 

Nos.  1 to  4,  Armoury  Cottages  ...  ...  ...  4 

Garden  Cottage  ...  ...  ...  ...  ...  1 

5 


Claygate  Ward. 

Nos.  1 to  6,  Claremont  Cottages,  Vale  Road  ...  6 

6 

Total  Inspected  111 


Schedule  of  Sanitary  Works,  Sanitary  Improve- 
ments, etc.,  resulting  from  the  above-mentioned 
Inspections  : — 


Thames  Long 


Ditton. 

Ditton. 

Esher, 

No.  of  Statutory  Notices 

1 

0 

0 

Informal  written  Notices 

10 

23 

3 

Dwellings  scheduled 

and  inspected  under 
the  Act 

39 

61 

5 

Re-inspections  and 

visits  to  works  in 
progress 

355 

316 

98 

Closing  Orders  made  ... 

1 

0 

1 

Cottages  closed  as  un- 
fit 

1 

0 

0 

Cottages  demolished  ... 

1 

4 

0 

Made  fit  after  closing 
order  ... 

0 

0 

1 

Legal  proceedings  (2 
dwellings  involved) 

0 

0 

0 

Cottages  cleansed  and 
redecorated  through- 
out 

13 

1 

3 

Claygate.  Totals. 

0 1 
1 37 


6 111 


68  837 

2 4 


0 1 

0 5 

0 1 


1 1 


1 18 


16 


Thames 

Dittoii. 

Long 

Litton. 

Esher. 

Claygate. 

Totals. 

Ditto  partly  as  re- 
quired 

8 

7 

2 

4 

21 

Yards  passages  &c. 
paved 

17 

41 

13 

6 

77 

Soil  drains  examined 
and  tested  ... 

39 

61 

5 

6 

111 

Soil  drains  entirely 
relaid 

15 

0 

0 

1 

16 

Soil  drains  repaired 

1 

25 

0 

4 

30 

Blocked  drains  cleared 

1 

0 

0 

1 

2 

New  surface  drains 
provided  for  yards 
&c. 

24 

8 

13 

10 

55 

Defective  roofs  repaired 

24 

0 

0 

0 

24 

Defective  eaves  gutters 
repaired  made  good 
&c.  No.  of  houses 

2 

6 

5 

0 

13 

Rain  water  pipes  dis- 
connected and  trap- 
ped 

22 

10 

25 

10 

67 

W.  C.’s  cleansed^  re- 
paired. ventilated  &c. 

34 

18 

13 

0 

65 

New  scullery  sinks 
fixed  in  place  of  old 
and  insanitary  ones 

0 

8 

0 

0 

8 

New  sanitary  Dust  Bins 
provided 

4 

1 

3 

1 

9 

Water  storage  cisterns 
cleaned  out,  pro- 
vided with  lids,  etc. 

13 

11 

16 

0 

40 

Windows  enlarged, 

made  to  open  &c.  ... 

5 

12 

2 

0 

19 

Structural  repairs,  dil- 
apidations made  good 
&c.  (No.  of  houses) 

21 

12 

7 

1 

41 

New  air  bricks  inserted 
old  bricks  exposed, 
curbs  provided,  etc.. 

No.  of  houses 

11 

16 

8 

0 

35 

IT 


Particulars  of  Houses  Closed,  Deniolislied,  etc., 
tlirougdi  the  operation  of  the  Housiug,  etc.,  Act  up  to 
December  31st,  1913;—  Made  titafter 


Closed. 

Demolished.  Closing  Order, 

Nos.l  to  3,  Sidney  Cottages, 
West  End,  Esher. 

March, 

1911. 

August,  — 

1912. 

No.  4,  Sidney  Cottages, 
West  End. 

August, 

1912. 

August,  — 

1912. 

IN  os.  1 A 2,  Old  Tenement, 
Claygate  ( Elosam  Cottages 

December, 

1911. 

July,  — 

1912. 

Nos.  1 to  4,  Robertson’s 
Cottages,  High  Street, 
Thames  Ditton. 

February, 

1912 

October, 

1912. 

Rythe  Cottage,  Thorkhill 
Road. 

March, 

1912. 

March,  — 

1913. 

1 to  4,  Ditton  Hill  Cottages. 

October, 

1912. 

October,  — 

1913. 

No.  2,  Batchelar’s  Cotttages, 
Hare  Lane,  Esher. 

— 

— October, 

1913. 

A'lne  Cottage,  Weston  Park 
Road. 

November, 

1913. 

— — 

A large  number  of  the  houses  occupied  by  the  work- 
ing classes  have  been  built  since  the  building  bye-laws 
were  in  force  in  the  district,  and  they  are  fairly  modern 
dwellings  and  are  kept  in  good  repair.  In  most  instances 
there  is  ample  open  space  in  connection  with  each  cottage, 
and  ventilation  of  the  houses  has  been  well  })rovided  for. 
I think  the  lesson  of  the  value  of  fresh  air  is  gradually 
being  learnt,  as  windows  are  opened  and  rooms  ventilated 
with  more  care  than  formerly.  There  is,  however,  room 
for  further  improvement  in  this  respect.  There  are 
always  many  cottages  to  be  found  unoccupied  in  various 
parts  of  the  district.  Ao  cases  of  overcrowding  were 
found  in  any  of  the  houses  inspected. 

All  new  liouses  are  under  the  constant  supervision  of 
the  Survevor  and  his  staff,  and  are  built  in  accordance 

X.  - 

with  the  Council’s  fluilding  Piye-laws.  About  24  houses 
have  been  built  during  the  year,  but  few,  if  any,  of  a size 
suitable  for  the  working  classes.  They  are  chiefly  villas 
or  semi-detached  houses,  and  will  be  rented  at  more  than 
£2()  a vear. 
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Continued  attention  lias  been  given  to  tlie  paving  of 
yards,  and  during  the  year  a total  of  1-34  cottages  were 
dealt  with  in  this  respect. 

W orlcshops , W orhplaces,  S^c. — I give  a table  showing 
the  details  of  work  done  in  supervising  these  places.  At 
the  end  of  the  report  there  is  the  usual  Table  classifying 
these  inspections  and  giving  other  details  as  to  Home 
Work. 

DETAILS  OF  INSPECTIONS,  &c.,  MADE  of 
Premises  under  the  Factory  and  Workshops  Act  during 
the  year  ending  December  31st,  1913. 

Number  and  description  of  premises  on  the  Register:  — 


Factories  ...  . . ...  ...  ...  6 

Factory  Bakehouse  ...  ...  ...  ...  1 

Retail  Bakehouses  ...  ...  ...  ...  6 

Workshops  (Miscellaneous)  ...  ...  25 

Workplaces  (other  than  Workshops)  ...  23 

Workshop  Laundries  ...  ...  ...  11 

Laundries  of  the  Cottage  type  ...  ...  28 

Dressmakers’  Workrooms  ...  ...  ...  17 


Total  on  Register  117 


Number  of  Inspections  made  during  the  year  203 


Notified  by  H.M.  Inspectors:  — 

Notices  of  occupation  ...  ...  ...  Nil 

Statutory  Notices  ...  ...  ...  ...  Nil 

Informal  written  Notices  ...  ...  ...  4 

Verbal  Intimations  ..  ...  ...  ...  18 

Workshops  and  Workrooms  cleansed  and 

limewashed  ...  ...  ...  ...  16 

Yard  paved  ...  ...  ...  ...  ...  1 

Premises  entirely  redrained  ...  ...  1 

Drains  repaired  ...  ...  ...  ...  1 

New  Manure  Pit  built  ...  ...  ...  1 

Water  Closets  cleansed  ...  ..  ...  2 

Foul  accumulations  removed  ...  ...  2 
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SANITARY  ADMINISTRATION  OF  THE 

DISTRICT. 

The  work  under  this  head  is  carried  out  by  one  Sani- 
tary Ins])ector,  who  is  under  my  direction.  He  discharges 
the  ordinary  duties  of  an  inspector  of  nuisances,  and  pays 
visits  of  inspection  to  houses  scheduled  under  the 
Housing  and  Town  Planning  Act,  and  keeps  tlie  pre- 
scribed records  in  connection  with  this  work.  Tlie 
slaugditer-liouses  and  anj^  places  where  food  is  stored  or 
sold  are  visited  by  him,  and  he  also  inspects  the  premises 
registered  under  the  Dairies,  Cowsheds  and  Milkshops 
Order.  Hnder  my  direction  he  disinfects  houses,  etc., 
after  cases  of  infectious  disease. 


The  Hospital  to  which  infectious  cases  are  sent  is  in 
the  Surbiton  district  at  Tolworth,  and  it  is  about  three 
miles  from  the  middle  of  this  district.  Yery  many  of  the 
cases  of  scarlet  fever  and  diphtheria  are  treated  there, 
and  the  accommodation  there  is  very  good.  There  is  no 
provision  in  the  district  for  the  treatment  of  cases  of 
tuberculosis,  which  are  sent  away  to  one  of  the  sanatoria 
in  other  parts  of  Surrey. 

Examinations  of  specimens  for  diagnosis  and 
chemical  analyses  are  made  for  the  Council  by  the 
Clinical  Research  Association  of  Watergate  House, 
Adelphi,  AY.C.  The  following  is  a list  of  those  which 
have  been  dealt  with  : — 

Examinations  for  Tuberculosis  II.  Positive  result  3. 

,,  ,,  Diphtheria  26.  ,,  ,,  6. 

,,  Enteric  Fever  4.  ,,  ,,  0. 


Total  ...  41. 


9. 


Supplies  of  Antitoxin  for  use  in  cases  of  Diphtheria 
are  kept  in  readiness,  and  on  two  occasions  applications 
were  made  for  doses,  which  were  supplied 
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rilEYALENCE  OE  AND  CONTEOL  OYEE 
INEECTIOUS  DISEASE. 


The  numbers  and  distribution  of  the  cases  of  infec- 
tious disease  are  set  out  in  the  following  table  of  notifica- 
tions received  : — 


Diphtheria 

Thames 

Ditton. 

4 

Long 

Ditton. 

Esher. 

2 

Clay- 

gate. 

3 

Total. 

9 

Erysipelas 

2 

— 

1 

2 

5 

Scarlet  Fever 

11 

2 

1 

9 

23 

INi  1 m 0 n a r y Tuberculosis 

11 

3 

6 

1 

21 

Tuberculosis,  other  forms 

i 

- — - 

1 

2 

10 

Totals 

35 

5 

11 

IT 

68 

In  the  following  table  I have  arranged  these  68  cases 
under  the  various  months  in  which  the  notifications  were 


received  : — 


Tuberculosis. 

Scarlet  Pulmonary  other 

Diphtheria.  Erysipelas.  Fever.  Tuberculosis.  forms. 


January  ...  — 

February  ...  — 

March  ...  I 

x\.pril  ...  2 

May  ...  — 

June  ...  — 

July  ...  — 

August  ...  - — 

September  . . . 2 

October  ...  2 

November  ...  I 

December  ...  1 


1 
1 

2 


I 


1 

4 

5 
3 
3 
2 

1 

2 
I 
I 


1 

9 

3 

9 

2 

3 

1 

1 

9 

4 


9 

4 

1 

2 

I 


Totals  9 5 23  21  10 

The  scarlet  fever  and  diphtheria  cases  together 
number  32,  and  of  these  26  were  treated  in  hospital,  that 
is,  eiglit  diphtheria  cases,  ami  eighteen  cases  of  scarlet 
fever. 
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111  tlie  tul>l6  bolow  I g‘iv6  tli6  iiuiiil)0r  of  cusos  of  Gcicli 
infectious  disease,  not  including  tuberculosis,  and  the  rate 
per  thousand  of  population  at  the  last  census:  — 


Diphtheria. 

Scarlet 

Fever. 

Erysipelas. 

Enteric 

F ever. 

Puerperal 
F ever. 

1911  . 

..  34;  2-79 

50;  3-99 

4;  0-32 

6;  0-48 

1912  . 

..  0 ; 0-48 

48  ; 3-8 

6 ; 0 -48 

1 ; 0-08 

2;  0-10 

1913  . 

..  9 ; 0-71 

23;  1-8 

5 ; 0'39 

— 

SMALL-roX. 

Ihe  district  has  again  been  free  from  this  disease 
during  the  past  year.  The  greatest  protection  against 
small-pox  is  the  i)ractice  of  vaccination,  and  I submit  a 
return  from  the  Vaccination  Officer,  Mr.  AV.  I).  Elsain, 
showing  the  number  of  children  who  liave  been  success- 
fully vaccinated,  and  other  details,  such  as  exeni])tions, 
etc.  I have  included  with  these  the  returns  of  the  two 


previous  years  : — 

1911. 

1912. 

1913. 

is  umber  of  births  registered 

268 

251 

279 

Xumber  vaccinated  ... 

178 

149 

170 

Xuniber  of  exemptions 

15 

58 

50 

Died  unvac'cinated  ... 

12 

17 

6 

Xuniber  postponed  by  certificate  ... 

11 

13 

11 

Left  district  or  not  found  ... 

6 

8 

13 

Certificates  of  insusceptibility 

9 

1*^ 

— 

9 

Cases  unaccounted  for 

12 

6 

27 

Percentage  of  successful  vaccinations 

among  births  registered 

66*4 

59-3 

60-9 

Percentage  of  exemptions  among 

births  registered 

17-8 

23-1 

17-9 

It  will  be  seen  that  only  60  per  cent,  of  the  children 
registered  have  been  vaccinated,  so  that  a considerable 
proportion  remain  unprotected  from  small-pox.  I am 
glad  to  be  able  to  note  that  the  number  of  exemptions  has 
not  shown  any  marked  increase.  The  increasing  number 
of  persons  who  are  not  protected  against  small-pox  by 
vaccination  is  a source  of  danger,  and  one  that  would 
make  it  very  difficult  to  obtjtin  control  of  an  outbreak 
should  such  occur  at  any  time. 

V 
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8CAELET  EEVEE. 

There  has  been  a great  diminntion  in  the  number  of 
cases  notified,  and  one  wonders  why  this  should  be  so. 
One  reason  may  be  that  owing  to  the  large  number  of 
children  who  had  had  the  disease  during  the  two  previous 
years  there  are  fewer  children  at  the  present  moment  who 
are  susceptible  to  the  infection. 

Eleven  cases  were  reported  from  Thames  Ditton,  but 
no  connection  could  be  traced  between  any  of  them.  It  is 
certain  that  in  several  instances  the  disease  was  con- 
tracted outside  the  district.  In  one  the  child  was  brought 
home  from  holiday  in  the  early  peeling  stage,  and  was 
found  to  be  suffering  from  kidney  and  ear  complications, 
which  follow  the  acute  illness  in  so  many  cases.  There  is 
little  doubt  that  the  disease  was  contracted  while 
travelling.  In  Long  Litton  there  were  three  cases  and  in 
Esher  one,  all  of  which  were  isolated  cases  occurring  in 
wudely  separated  houses,  and  at  long  intervals  of  time. 

Nine  cases  were  notified  from  Claygate,  two  of  these 
were  adults,  and  I think  had  no  connection  with  the  other 
seven.  These  were  reported  from  five  houses,  and  it  is 
possible  that  there  might  have  been  some  remote  common 
source  of  infection,  but  I was  unable  to  trace  the  line 
along  which  the  disease  spread. 

LIPHTHEEIA. 

Nine  cases  were  notified,  an  increase  of  three  on  the 
previous  year.  Four  were  from  Thames  Litton,  two  from 
Esher,  and  three  from  Claygate.  These  latter  occurred 
in  March  and  April,  and  at  an  interval  of  roughly  three 
weeks  between  each.  No  common  source  could  be  found, 
and  indeed  it  is  likely  that  the  last  patient  who  was  a 
visitor  had  already  caught  the  disease  before  coming  into 
the  village. 

The  two  cases  from  Esher  were  reported  in  October, 
and  here  again  there  was  no  possible  connection  between 
them,  as  one  was  a man  employed  in  London,  and  the 
other  a domestic  servant ; it  was  exceedingly  improbable 
that  there  could  have  been  any  common  source  of  infection. 
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Of  the  four  cases  in  Thames  Ditton,  two  were  notified 
in  September  and  were  members  of  the  same  family,  and 
one  was  rexmrted  in  November  and  the  last  one  in 
December,  but  neither  of  these  had  any  connection. 

ERYSIPELAS. 

Eive  cases  were  rejiorted,  two  from  Thames  Ditton, 
one  from  Esher,  and  two  from  Claygate.  Tliere  was  no 
common  source  of  infection,  and  the  patients  all  made  a 
good  recovery. 

No  cases  of  Enteric  Fever,  Puerperal  Fever,  Cerebro- 
Spinal  Meningitis,  or  Acute  Poliomyelitis  were  reported. 

NON-NOTIEIABLE  DISEASES. 

The  only  information  I had  regarding  these  diseases 
I have  already  given  in  dealing  with  the  work  done  in 
connection  with  the  various  schools.  And  anv  action 
taken  with  respect  to  them  is  given  under  that  heading. 

PREVALENCE  AND  CONTROL  OYER 
TIJBERCELOSIS. 

This  is  the  first  occasion  on  which  one  has  had 
returns  of  all  the  cases  of  tuberculosis  which  have  been 
treated  in  the  district.  The  subject  naturally  falls  under 
the  headings  of  pulmonary  and  other  forms  of  the  disease. 

Twenty-one  notifications  were  received  of  cases  of 
pulmonary  tuberculosis,  referring  to  19  cases  of  illness. 

A case  had  been  notified  on  December  31st,  1912,  and 
the  investigation  of  this  case  was  done  during  the  year. 
The  patient  had  been  in  service,  and  had  occupied  the 
room  of  a former  maid  who  had  left  her  situation  in  ill- 
health  suffering  from  phthisis.  The  room  and  contents 
had  not  been  disinfected. 

Of  the  19  cases  notified,  10  have  been  treated  at 
home,  4 have  been  sent  to  Sanatoria,  and  5 have  left  the 
district.  Twelve  of  these  were  females  and  seven  males. 
The  ages  were:  Between  5 and  15,  one;  15  and  25,  three; 
25  and  45,  twelve;  45  and  upwards,  3. 
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In  every  instance  I visited  tlie  home  and  made 
iiiciniries  as  to  the  family  history,  the  duration  of  the  ill- 
ness, occupation,  workplace,  and  wages  of  the  patient, 
tlie  health  of  the  other  occupants  of  the  house,  and  what 
precautions  were  being  taken.  The  next  series  of 
enquiries  were  made  with  a view  to  elicit  the  source  of 
the  infection,  and  wliether  any  advice  is  needed.  The 
sanitary  state  of  the  house  was  next  enquired  into,  and 
special  attention  given  to  overcrowding,  cleanliness, 
ventilation  and  dampness,  and  any  sanitary  defects  were 
sought  for.  A card  giving  simple  directions  for  the 
management  of  the  case,  more  especially  referring  to  the 
best  means  of  preventing  the  spread  of  tlie  disease  was 
left  with  the  patient  or  the  person  in  charge. 

I give  two  tables  showing  details  of  the  notifications 
received.  Under  the  llegulations  there  are  four  forms  of 
certificates,  classed  as  A,  B,  C,  1).  Certihcate  A is  the 
primary  notification,  and  should  come  from  the  doctor 
who  first  sees  the  case. 

Form  B is  one  to  be  used  by  a school  medical  officer 
when  he  finds  a child  suffering  from  any  tubercular 
disease  on  examining  the  children  in  school.  A one  of 
these  have  been  received. 

Form  C is  that  used  hj  the  medical  officer  of  a Poor 
Law  Institution,  Hospital  or  Sanatorium,  and  should  be 
following  on  from  a certificate  on  Form  A.  In  several 
instances  the  receipt  of  this  form  was  the  first  notification 
of  a case  of  tuberculosis. 

Form  I)  is  that  used  by  the  medical  officer  of  one  of 
the  institutions  mentioned  above,  and  should  be  sent  on 
the  discharge  of  each  patient ; and,  as  will  be  seen  from 
the  tables  attached,  it  does  not  always  come  to  hand. 

The  number  of  cases  of  pulmonary  tuberculosis  given 
in  th  ese  tables  is  not  the  same  as  that  given  in  the  table 
at  the  beginning  of  this  section,  as  I have  here  included 
five  cases  which  were  notified  from  institutions  outside 
the  district. 


PULMONARY  TUBERCULOSIS— Table  shewing  Details  of  Notifications. 

Esher  and  The  Dittons. 
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TUBERCULOSIS — OTHER  FORMS. — Table  shewing  Details  of  Notifications. 

Esher  and  The  Dittons. 
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\Autb  re  g’ard  to  the  question  as  to  whether  pulmo]iary 
tuberculosis  is  prevalent  in  the  district,  the  21  cases  which 
were  re})orted  as  having  arisen  in  an  estimated  popula- 
tion of  13,199  corresponds  to  a rate  of  1'8  per  1,00U  per- 
sons living  in  the  district.  The  rate  for  England, 
excluding  London,  is  2’32  per  1,000,  so  that  in  this 
district  the  rate  of  sickness  is  rather  more  than  half 
that  of  the  rest  of  England. 

The  rate  for  other  forms  of  tuberculosis  is  '08  per 
1,000;  since  February  1st,  1914,  it  is  ITl  for  England. 
Tile  notification  of  other  forms  of  tuberculosis  only 
became  compulsory  on  that  date. 

Six  deaths  were  certified  as  having  been  due  to 
pulmonary  tuberculosis,  which  is  exactly  one-fourth  of 
the  cases  which  have  been  reported  to  me,  and  I regard 
this  proportion  as  being  satisfactory,  and  showing  that 
probably  all  the  cases  of  the  pulmonary  form  of  the 
disease  have  been  notified.  The  notifications  of  other 
forms  is  in  not  quite  so  satisfactory  a condition,  as  I 
notice  that  only  one  case  of  tubercular  meninodtis  has 
been  notified,  while  six  deaths  have  been  recorded  as 
being  due  to  that  disease.  Hence  I conclude  that  while 
there  is  good  control  over  the  form  which  attacks  the 
lungs,  there  is  considerable  room  for  improvement  in 
dealing  vdth  the  other  varieties  of  this  disease.  With 
regard  to  the  treatment  it  will  be  seen  from  the  table  just 
preceding  that  many  of  the  cases  have  been  dealt  with  in 
their  homes,  but  I think  there  should  be  some  provision 
made  for  isolating  those  advanced  cases  which  are  quite 
incurable,  and  which  are  most  responsible  for  spreading 
the  infection. 

The  disinfection  of  rooms  and  their  contents  is  done 
as  soon  as  possible  after  the  removal  or  death  of  a patient, 
though  there  is  often  some  delay  in  getting  information 
in  both  cases. 

There  is  no  special  incidence  of  disease  to  note,  and 
no  cases  of  food  poisoning  have  been  reported  to  me. 
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The  Council  has  considered  the  question  of  adopting 
the  Notification  of  Births  Act,  1907,  and  decided  that  the 
adoption  of  the  Act  would  not  prove  of  any  material 
benefit  to  the  district. 

The  administration  of  the  Midwives  Act,  1902,  is 
not  under  the  control  of  the  CAuncil,  hence  it  is  not  neces- 
sary for  me  to  say  niore  than  I do  not  know  of  any  mid- 
wife who  is  practising  in  the  district. 

VITAL  STATISTICS. 

Xt  the  end  of  the  report  the  usual  Tables  will  be 
tound  together  Avith  that  shoAving  details  of  the  Avork 
done  in  connection  Avith  the  Factories  and  Workshops 
Acts. 

In  closing  the  report,  I wish  once  again  to  thank  my 
colleagues,  the  Clerk,  the  SurA^eyor,  and  the  Sanitary 
Inspector  for  their  help  in  dealing  Avith  the  work  through- 
out the  year,  and  for  their  assistance  in  draAving  up  this 
report. 

I am.  Gentlemen, 

Your  obedient  SerA^ant, 

A.  SENIOE,  M.B.,  D.P.H., 
Medical  Officer  of  Health. 
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SANITARY  INSPECTOR’S  ANNEAL  REPORT. 

Council  Offices, 

Thames  Ditton. 

January y 1914. 

To  the  Chain)) an  and  Me7))l)ers  of  the  Urban  District 
Cou))c)l  of  Esher  and  the  Dittons. 

Gentlemen, 

I beg  to  submit  for  your  consideration  my  Annual 
Report  for  the  year  ending  December  31st,  1913,  giving 
details  of  the  inspections  made,  also  the  number  and 
nature  of  the  improvements  carried  out  in  connection 
vcith  the  Sanitary  Department. 

As  in  past  years,  the  district  has  been  systematically 
inspected  in  accordance  Avith  the  General  Orders  of  the 
Imcal  Government  Board,  the  Public  Health  Acts,  the 
Housing,  etc..  Act,  and  the  Board’s  Regulations  made 
thereunder. 

In  carrying  out  the  inspections,  e^mry  effort  is  at  the 
time  made  to  improve  the  sanitary  condition  of  properties 
affected ; all  nuisances  detected  are  placed  upon  record 
and  not  alloAved  to  be  lost  sight  of  until  a suitable  remedy 
has  been  adopted. 

The  total  number  of  inspections  and  re-visits  made 
during  the  year  amounted  to  2,397,  carried  out  respec- 
tively under  the  Pul)[ic  Health  Acts,  the  Housing,  etc., 
Act,  Factory  and  Workshops,  Dairies,  CoAvsheds  and 
Alilkshops,  and  also  other  Acts,  Regulations,  and  Bye- 
laAvs  in  force  ’vithin  the  district. 

As  Avill  be  seen  from  the  folloAving  details,  and  the 
summary  at  tlie  end  of  this  Report,  the  efforts  of  the 
Sanitary  Department  liaAm  resulted  in  the  bringing  about 
of  a large  number  of  useful  improA-ements,  as  Avell  as  the 
abatement  of  nianA"^  nuisances,  etc.,  of  the  kind  Avhich  are 
constantly  cropping  up  in  a groAving  community. 
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PRIYATE  HOUSE  DRAINAGE. 

The  work  of  testing,  relaying,  supervising  repairs  in 
connection  with  house  drains  has  received  careful  atten- 
tion, and  much  time  has  been  spent  in  dealing  with  the 
same. 

In  accordance  with  Section  41  of  the  Public  Health 
Act,  1875,  and  Section  45  of  the  Public  Health  Acts 
Amendment  Act,  1907,  the  drains  belonging  to  139  respec- 
tive premises  were  examined  and  tested  during  the  year 
1913  as  follows  : — 

By  authority  from  the  Council  in  connection  with 

inspections  under  the  Housing,  etc.,  Act  ...  Ill 
By  authority  of  the  Council,  upon  complaint  of 
insanitation,  qr  after  infectious  illness,  in 
accordance  with  the  Public  Health  Act  ...  28 


Total  tested  139 


As  a result  of  the  above  tests,  drain  repairs  were 
carried  out  at  43  premises,  whilst  at  30  houses  drains 
were  found  in  such  a condition  as  to  require  partly  or 
entirely  relaying,  as  follows  : — 

Thames  Ditton. 

Rose  Cottage,  Ditton  Marsh  ...  (Partly) 

Gloucester  Lodge,  Giggs  Hill  ...  ,, 

Messrs.  Fenn’s  Stabling,  Ditton  Marsh 

(Entirely) 

Ditton  Lawn,  Giggs  Hill  ...  ...  ,, 

The  Lodge,  Giggs  Hill  ...  ...  ,, 

The  George  and  Dragon,  High  Street  ,, 

Nos.  9 to  12,  Alexandra  Yillas,  The 

Clump  Estate  ...  ...  ...  ,, 

Nos.  I to  7,  Temperance  Cottages, 

The  Clump  Estate  ...  ...  ,, 

Nos.  1 to  4,  Clifton  Cottages,  The 

Clump  Estate  ...  ...  ...  ,, 


I 

I 

I 

I 

I 

I 

4 

7 

4 


21 


31 


Long  Dttton. 

Oaklands,  Clayton  Load  ..  ...  (Partly)  1 

Xos.  1 and  2,  Brunswick  Cottages, 

Biisliett  ...  ...  ...  ...  ,,  2 

3 


Eshetj 


West  Bank,  West  End 
Xo.  1,  Wolsey  Load  ... 

Dunbar  House,  Portsmoutli  Hoad  ... 


(Entirely)  1 

1 

(Partly)  1 

3 


Claygate. 

Bay  Cottage,  St.  Leonard’s  Road 
The  Cottage,  Church  Road  ... 
Wingham,  Oaken  Lane 


(Entirely)  1 
„ ^ 1 
(Partly)  1 

3 


Drains  partly  or  entirely  relaid  30 


In  all  cases  of  relaying,  the  work  is  carried  out  under 
modern  conditions,  in  accordance  with  the  bye-laws 
relating  to  rediainage. 

As  almost  the  whole  of  the  cottage  property  is  on  the 
combined  system,  tact  and  discretion  have  to  be  used 
when  various  owners  are  involved  in  questions  of  relay- 
ing, or  in  the  effecting  of  repairs  and  improvements.  In 
this  connection  I am  much  indebted  to  the  Surveyor  for 
the  benefit  of  his  advice  and  assistance  whenever  the  same 
is  needed,  especially  in  schemes  of  redrainage,  or  in 
negotiating  difficulties  which  often  crop  up  in  connection 
with  combined  drains. 

In  repairing  old  drains,  all  manholes  found  with 
stone  covers  are  required  to  be  built  up,  rendered  inside. 
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and  provided  witli  iron  air-tiglit  covers  in  order  to  gave 
ready  access  to  the  drains,  and  facilitate  future 
inspections. 

THE  PAVING  OF  YAEHS,  SIDE  PASSAGES,  &c. 

The  work  of  paving  side  passages,  small  back  yards 
and  suitable  spaces  in  close  proximity  to  the  living  rooms, 
sculleries  and  domestic  offices  of  dwellings  has  been 
steadily  progressing  throughout  the  year.  The  number 
of  yards  so  dealt  with  and  which  have  been  paved  for  the 
first  time  or  else  had  the  old  paving  broken  up  and 
properly  reconstructed  are  as  follows  : — 

Yards,  passages,  etc.,  the  paving  or  repaving  of 
which  resulted  from  inspections  under  the 
Housing,  etc..  Act,  amounted  to  ...  ...  T7 

The  number  of  yards,  etc.,  dealt  with  in  a similar 
manner  by  ordinary  notices  under  the  Public 
Health  Act  amounted  to  ...  ...  ..  ...  57 


Total  of  premises  dealt  with  134 


In  most  cases  the  paving  was  laid  from  the  main 
wall,  past  back  door,  and  continued  for  a suitable  width 
to  the  party  fence  past  the  rear  of  scullery  or  W.C. 

J udging  by  the  satisfaction  expressed  by  many  of  the 
occupiers,  on  comparing  the  former  muddy  and  insani- 
tary conditions  with  the  comfort  and  cleanliness  which 
can  be  brought  about  by  a paved  yard  or  passage  of  suit- 
able width,  as  the  case  may  be,  one  forms  the  opinion 
that  the  value  of  such  an  important  improvement  cannot 
be  oimr-estimated,  more  especially  in  the  case  of  cottages 
which  unfortunately  have  no  back  entrance,  and  articles 
such  as  coal,  ashes,  garden  requisites,  etc.,  have  to  be 
carried  through  the  front  rooms,  living  room  and  scullery 
in  order  to  reach  the  garden. 


33 


Most  of  the  paving  has  been  composed  of  cement  con- 
crete, rendered  over,  this  being  preferred  to  asphalte, 
which  has  onlj”  been  laid  in  a feAv  instances. 

The  paving,  wherever  necessary,  has  been  provided 
with  a trapped  gully  leading  to  a drain  in  order  to  carry 
off  the  rain  and  surface  water. 


The  following  is  a list  of  the  premises  which  have 
been  provided  with  a sufficiency  of  paving  : — Yards 

Thames  Ditton.  paved,  etc. 

Ditton  Lawn,  Giggs  Hill  (house  and  lodge) 

9 and  10,  Yfeston  Road  ... 

The  Nook,  High  Street 

Nos.  1 to  4,  Scott’s  Villas,  Thorkhill  Road  ... 

Nos.  1 to  7,  Temperance  Cottages,  Queen’s 
R oad  ...  ...  •••  •••  ••• 

Nos.  9 to  12,  iklexandra  Villas  ... 

Nos.  1 to  6,  Elm  Cottages,  Long  Arch 


Long  Litton. 

King’s  Road,  Nos.  1,  3,  4,  T,  8,  9,  10,  11,  12,  13, 
14,  15,  61  and  62 

Nos.  1 and  2,  Blake’s  Cottages,  Rushett 
Nos.  1 to  4,  Pearce’s  Cottages,  Herne  Road 
Vine  Cottage,  Herne  Road 
1 to  4,  Oxford  Cottages,  Rushett 

1 to  4,  Melrose  Cottages,  Rushett 

2 and  3,  Ellen  Villas  Cottages,  Rushett 
1 to  3,  Roebuck  Cottages,  Rushett 
No.  2,  South  End  Cottages,  Rushett 
1 and  2,  Courtwood  Cottages,  Rushett 
1 to  4,  Clement  Cottages,  Rushett 
1 and  2,  Alpha  Cottages,  Rushett 
1 and  2,  North  End  Cottages,  Rushett 
1 to  3,  Glen  wood  Cottages,  Rushett 
1 to  4,  Brunswick  Cottages,  Rushett 
1 to  4,  Charles  Cottages,  Rushett 
Rushett  Laundry  ... 


2 

2 

1 

4 


i 

4 

6 


14 

9 

4 

1 

4 

4 

2 

3 
1 
2 

4 
2 
2 

3 

4 
4 
1 


26 


57 
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Esher. 

Douglass  Road,  Nos.  2,  3,  5,  8,  9,  11,  12,  14,  15, 

16  and  17  ...  11 

Nos.  1 and  2,  Wheatsheaf  Cottages,  The  Green...  2 
Myrtle  Yilla,  Wolsey  Road  ...  ...  ...  1 

Rose  Villa,  Wolsey  Road  ...  ...  ...  ...  1 

3 and  4,  AVotton  Cottages,  West  End  ...  ...  2 

1 to  13,  Park  Square  ...  ...  ...  ...  13 


Claygate. 

Nos.  1 and  2,  Mimosa  Cottages,  Yale  Road  ...  2 

No.  2,  AAGllow  Cottages,  A^ale  Road  ...  ...  1 

1 and  2,  Golf  View  Cottages,  Vale  Road  ...  2 

1 and  2,  Osborne  Cottages,  V^ale  Road  ...  2 

1 and  2,  Fair  View  Cottages,  Yale  Road  ...  2 

1 and  2,  South  View  Cottages,  Yale  Road  ...  2 

No.  10,  Sidney  Cottages,  Elm  Road  ...  ...  1 

1 and  2,  St.  John’s  Villas,  Oaken  Lane  ...  ...  2 

No.  6,  Sims  Cottages,  The  A^illage  ...  ...  1 

1 to  6,  Claremont  Cottages,  Yale  Road  ...  ...  6 


Total  paved  134 


THE  HORSING  AND  TOAYN  PLANNING  ACT,  1909. 

At  the  close  of  the  year  ending  December  31st,  1912, 
a considerable  number  of  sanitary  works  were  uncom- 
pleted but  in  progress  at  the  following  places  : — 


Thames  Ditton. 

1 to  6,  Andrew  Cottages,  Queen’s  Road. 

1 to  9,  Elizabeth  Cottages,  Queen’s  Road. 

1 to  7,  Temperance  Cottages,  Queen’s  Road. 
1 to  5,  Hampton’s  Cottages,  Thorkhill  Road. 
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Esher. 

Nos.  1 to  13,  Park  Square. 

Long  Ditton. 

Nos.  1 to  4,  Pearce’s  Cottages,  Herne  lload. 

Vine  Cottage,  Herne  Poad. 

These  dwellings  were  constantly  inspected  until  the 
necessary  improvements  were  carried  out  and  the  details 
noted  in  the  record  hooks  provided  for  the  purpose. 

The  work  of  inspecting  properties  in  pursuance  of 
Section  17  of  the  Act  has  been  in  progress  throughout  the 
year  under  review. 

The  number  of  dwellings  scheduled  and  inspected 
amounted  to  111,  each  inspection  including  attention  to 
the  following  details:  — 

An  examination  and  test  of  the  soil  and  surface 
drains. 

Source  and  condition  of  water  supply. 

Closet  accommodation. 

Conditions  with  regard  to  light,  circulation  of  air, 
dampness  or  otherwise  of  walls. 

State  as  to  cleanliness  of  bed  and  living  rooms. 

Condition  of  yards,  etc.,  with  regard  to  paving  and 
drainage. 

Arrangements  for  the  deposit  of  household  refuse. 

Any  incidental  defects  which  may  be  dangerous  or 
injurious  to  the  health  of  the  occupants. 

The  result  of  the  111  inspections  made  has  been  the 
carrying  out  of  a large  number  of  useful  sanitary 
improvements  at  76  dwellings  and  the  closing  of  one. 
Two  only  were  passed  as  satisfactory,  and  in  32  instances 
much  detail  work  is  outstanding  at  the  date  of  this  report. 
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The  following  table  shows  the  number  of  inspections 

which  have  been  carried 

out  since 

the  Act  became 

operative : — 

Dwellings 

No.  of 

Inspected . 

Re-inspections. 

1910 

58 

87 

1911 

105 

537 

.1912 

149 

663 

1913 

111 

837 

Totals 

423 

2,124 

All  tlie  prescribed  entries  and  records  respecting  the 
above  inspections  have  been  made  and  are  deposited  at 
the  Offices  in  the  record  books  specially  provided  for  the 
purpose. 

DAIRIES,  COWSHEDS  AND  MILKSHOPS  ORDERS. 

The  Register  required  to  be  kept  under  the  above 
Orders  contains  at  the  present  time  the  names  of  28  per- 
sons who  are  engaged  in  the  public  milk  supply,  classified 
as  follows  : — 

Persons  who  keep  grazing  farms  and  cows  in 

connection  with  the  public  milk  supply  17 
Who  keep  shops  exclusively  for  the  sale  of 

milk  and  other  dairy  produce  ...  ...  7 

Who  sell  small  quantities  of  milk  in  connec- 
tion with  general  shops  ...  ...  4 

Total  28 


The  above  premises  have  been  regularly  inspected, 
and  the  requirements  relating  to  periodical  lime-washing, 
general  cleansing,  and  the  removal  of  refuse  have,  as  a 
rule,  received  the  necessary  attention.  It  was  necessary 
in  one  case  only  to  report  a breach  of  Regulations  to  the 
Council  before  the  occupier  was  induced  to  lime-wash  his 
cowsheds. 
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One  application  only,  for  the  registration  of  a milk- 
shop,  was  made  during  the  year,  and  as  the  premises  were 
certified  as  fit  for  the  purpose,  the  application  was 
granted. 

A quarterly  inspection  is  made  of  the  milch  cows  by 
the  Council’s  Veterinary  Inspector,  and,  in  connection 
with  this,  two  irregularities  were  brouglit  to  my  notice, 
one  of  a cow  unfit  for  milk  supply,  the  other  relating  to 
the  dirty  condition  of  the  udders  of  some  cows. 

V 

In  the  former  case  the  animal  was  removed  from  the 
herd  and  disxmsed  of  by  the  owner,  and  in  the  latter  the 
owner  caused  the  udders  to  be  cleaned,  and  there  has  been 
no  reason  for  complaint  since  this  was  done. 

The  Tui3eeculosis  Order  or  1913.  — Two  cows 
suspected  to  be  affected  with  tuberculosis  were  notified  to 
the  authority  defined  by  the  Act ; in  one  case  the  animal 
was  found  to  be  affected  and  was  slaughtered  and  removed, 
after  which  the  premises  were  disinfected. 

In  the  second  case  the  animal  was  after  most  careful 
inspection  certified  as  being  outside  the  scope  of  the  Act. 

IXSPECTIOA  OF  BAKEHOUSES. 

The  bakehouses,  which  now  amount  to  seven  in 
number,  have  been  regularly  visited  and  inspected  during 
the  year,  with  the  view  of  ensuring  compliance  by  those 
responsible  with  tlie  provisions  of  the  Factory  and  Work- 
shops Act,  viz.,  the  white-washing,  scrubbing  and  other- 
wise cleansing  at  stated  intervals  of  all  walls,  ceilings 
and  painted  work  in  connection  with  workplaces  where 
the  food  is  prepared.  The  obligations  of  tradesmen  con- 
cerned have  been  discharged  in  a satisfactory  manner,  and 
in  no  case  have  I had  to  appeal  to  the  Council  to  enforce 
my  requests. 

The  only  underground  bakehouse  was  abolished 
during  the  year,  and  the  premises  are  now  used  for 
another  purpose. 
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THE  ELEMENTARY  SCHOOLS. 

As  in  past  years,  I have  frequently  insj)ected  the 
lavatories  and  sanitary  appliances  in  connection  with  the 
elementary  schools. 

I am  quite  satisfied  that  every  care  has  been  bestowed 
by  those  responsible  in  the  keeping  of  the  sanitary 
arrangements  and  appliances  at  all  times  in  a proper 
condition  of  cleanliness. 

INSPECTION  OE  MEAT  AND  OTHER  FOODS. 

The  premises  at  which  various  foods  are  exposed  for 
sale  or  stored,  or  in  course  of  preparation  for  sale,  have 
been  frequently  inspected  in  order  to  ensure  the 
observance  of  proper  conditions  of  cleanliness,  and  that 
no  unsound  food  is  prepared  or  offered  for  sale. 

The  shops  occupied  by  butchers  have  received  special 
attention,  and  the  meat,  as  a rule,  was  found  to  be  of 
good  quality.  Yery  little  pork  is  now  produced  in  the 
district,  the  majority  being  brought  in  dead;  attention 
has,  however,  been  given  to  imported  carcases. 

In  no  instance  has  it  been  necessary  to  seize  any  part 
or  parcel  of  the  meat. 

The  fish  shops  have  been  inspected  in  order  to  ascer- 
tain that  all  garbage  and  offal  is  removed  regularly  from 
the  various  premises. 

SLAHGHTER-HOHSES. 

Th  e nine  slaughter-houses  within  the  district  have 
been  periodically  inspected,  and  as  a rule  were  found  in 
a clean  and  sanitary  condition.  Lime-Avashing  of  walls, 
and  cleansing  of  other  parts  of  the  buildings  has  been 
carried  out  from  time  to  time,  as  often  as  required,  and, 
generally  speaking,  the  regulations  under  which  the 
places  are  governed  have  been  duly  observed. 
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DISINFECTION  OF  PREMISES,  CLOTHING, 

BEDDING,  Etc. 

In  accordance  with  the  directions  of  the  Medical 
Officer  of  Healtli,  I liave  carried  out  the  disinfection  of 
rooms,  heddino’  and  articles  of  clothing  in  53  respective 
cases,  either  on  the  removal  of  infected  j)atients  to 
hospital,  following  the  recovery  of  patients  nursed  at 
home,  or  upon  the  termination  of  fatal  cases. 

Drain  tests  were  carried  out  in  all  doubtful  cases 
where  infectious  illnesses  have  occurred. 

Disinfectioji  of  premises,  etc.,  has  been  carried  out 


on  account  of  the  following  cases  : — 

After  Scarlet  Fever  ...  ...  21 

,,  Tuberculosis  ...  ...  19 

,,  Diphtheria  ...  ...  7 

,,  Cancer  and  other  illness  ...  6 


Total  53 


COMPLAINTS  RECEIVED  RELATING  TO 

NinSANCES. 

Fifty-four  complaints  relating  to  nuisances  have 
been  received  during  the  year,  as  follows:  — 


Defective  or  blocked  house  drains  ...  9 

Bad  smells  from  various  causes  ...  ...  18 

Verminous  homes  of  school  children  ...  8 

Insanitary  houses  ...  ...  ...  ...  2 

Nuisances  caused  by  animals  ...  ...  2 

Sundry  nuisances  ...  II 

Re  house  refuse  ...  ...  ...  ...  4 


Total  54 


These  complaints  were  investigated  as  received,  and 
where  found  to  be  of  a genuine  nature,  were  dealt  with 
in  a suitable  manner. 
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A verbal  intimation,  or  an  informal  written  notice, 
according  to  circumstances,  has  proved  sufficient  to  cause 
abatement  of  the  various  nuisances. 

WATER  BOARD’S  NOTICES. 

Sixteen  notices  have  been  received  from  the  Metro- 
politan Water  Board,  stating  that  the  water  supply  had 
been  withdrawn  from  houses  or  premises  for  various 
reasons.  Each  notice  was  investigated  with  the  least  pos- 
sible delay  in  order  to  ensure  that  no  house  was  occupied 
without  a proper  and  sufficient  water  supply. 

COLLECTION  OF  HOUSEHOLD  AND  TRADE 

REFUSE. 

A weekly  collection  of  domestic  house  refuse  is 
carried  out  under  the  direction  of  the  Surveyor’s  Depart- 
ment. The  refuse  is  conveved  in  covered  carts  to  the 
Claygate  Brickfields,  where  it  is  sorted  and  freed  from 
old  tins,  which  represent  only  a small  proportion  of  the 
wliole,  but  have  a commercial  value;  the  remainder  of 
tlie  material  is  then  screened  and  used  for  brick  burning. 

Tlie  work  of  collection  has  been  carried  out  in  a very 
efficient  manner,  and  every  care  is  taken  to  keep  the 
collecting  up  to  date  by  calling  at  the  constantly  increas- 
ing houses  as  soon  as  they  become  occupied. 

Twenty-four  ]3C)rtable  sanitary  dustbins  have  been 
supplied  to  premises  after  notices  to  owners,  in  accord- 
ance with  the  provisions  of  Section  36  of  the  Public 
Health  Act. 

Under  an  arrangement  made  by  the  Council,  trade 
or  garden  refuse  can  be  collected  at  a small  charge  per 
load,  so  there  is  no  excuse  for  liarbouring  accumulations 
of  rubbish,  etc.,  on  the  ground  tfiat  it  is  difficult  to  get 
them  removed.  Matter  so  collected  is  carted  and  disposed 
of  at  the  same  tip  as  the  ordinary  household  refuse. 


41 


SCHEDULE  SHOWING  THE  TOTAL  NUMBER 
OF  INSPECTIONS  MADE  AND  NOTICES  SERVED 

under  the  Public  Healtli  Acts,  Housing  and  Town 
Planning  Act,  Factory  and  M^orksliops  Act,  Dairies  and 
Cowshed  Regulations  and  other  Statutes  and  Bj’^e-laws  in 
force,  together  with  the  nuniher  of  Nuisances  abated  and 
Sanitary  Improvements  carried  out  during  the  year  end- 


ing December  31st,  1913. 

Number  of  Inspections  and  re-visits  under  the 

Public  Health  Acts  ...  ...  ...  ...  867 

Number  of  Inspections  and  re-visits  under  the 

Housing,  etc.,  Act  ...  ...  ...  ...  948 

Number  of  Inspections  and  re-visits  under  the 

Factory  and  AVorkshops  Act  ...  ...  ...  203 

Slaughter-house  Inspections  ...  ...  ...  64 

Inspections  of  Meat  and  otlier  Foods  ...  ...  97 

Ditto  under  the  Dairies  and  Cowsheds  Regulatiojis  189 
Miscellaneous  Inspections  ...  ...  ...  ...  29 

Pi  ’emises  disinfected  ...  ...  ...  ...  53 

Statutory  Notices  served  ...  ...  ...  ...  II 

Informal  written  Notices  ...  ...  ...  ...  120 

Verbal  Intimntions  ...  ...  ...  ...  ...  57 

Dwellings  cleansed  and  redecorated  throughout...  31 
Ditto  partly  (rooms  as  required)  ...  ...  ...  63 

5V  orkrooms  cleansed  under  the  Factory  Act  ...  16 

Awards,  passages,  etc.,  provided  with  impervious 

paving  ...  ...  ...  ...  ...  •••  135 

Soil  drains  examined  and  tested  ...  ...  ...  139 

Soil  drains  entirely  relaid  ...  ...  ...  ...  24 


Ditto  partly  relaid  ...  ...  ...  ...  ...  7 

Ditto  repaired  ...  ...  ...  . . ..  44 

Blocked  drains  cleared  ...  ...  ...  ...  12 

New  surface  drains  provided  ...  ...  ..  70 

Defective  roofs  repaired  ...  ...  ...  .-.  31 

Defective  eaves,  gutters  repaired,  renewed,  etc. 

(No.  of  houses  dealt  with)  ...  ...  ...  21 

Rain  water  down  pipes  disconnected  and  trapped...  90 
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Water  closets  cleansed,  repaired  and  improved  ...  107 

New  scullery  sinks  provided  ...  ...  ...  9 

New  sanitary  dust  bins  provided  ...  ..  ...  24 

Water  storage  cisterns  cleaned  out,  provided  with 

new  lids,  etc.  ...  ...  ..  ...  ...  30 

Windows  enlarged,  made  to  open,  etc.  ...  ...  19 

Miscellaneous  repairs,  dilapidations  made  good, 

etc.  (No.  of  houses  dealt  with)  ...  ...  41 

Air  bricks  inserted,  old  bricks  exposed,  cleaned  out, 

curbs  provided,  etc.  (No.  of  houses)  ...  ...  35 

Miscellaneous  nuisances  abated  ...  ...  ...  42 

Complaints  received  and  attended  to  ...  ...  54 

Water  Co.’s  notices  of  water  supply  withdrawn 

from  houses  and  premises  received  and 
attended  to  ...  ...  ...  ...  ...  16 

In  conclusion  I desire  to  express  my  appreciation  of 
the  support  given  me  by  the  Council  in  my  efforts  to 
improve  the  sanitary  condition  of  the  district. 

My  thanks  are  also  due  to  the  Medical  Officer  and 
fellow  officers  for  their  courtesy  and  valuable  assistance 
throughout  the  year. 

I am.  Gentlemen, 

Your  obedient  Servant, 

GEO.  C.  OYER,  Assoc.  R.  San.  Inst., 

Sanitary  Inspector. 


Vital  Statistics  of  Whole  District  during  1913  and  previous  Years. 
TABLE  I. — For  Esher  and  the  Dittons  Urban  District. 
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TABLE  IL — Cases  of  Infectious  Disease  Notified  during  the  Year  1913* 

Esher  and  the  Dittons. 
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Isolation  Hospital  f Isolation  Hospital,  Tol worth  Joint  Hospital  Boai’d  (26)  ; Crooksbuiy  Sanatoria  (2)  ; Benenden  Sanatorii4m  (1)  ; 
0?"  Hospitals,  -|  Chilton  Hill  House  Sanatorinni  (1)  ; Brom[)ton  Hospital,  S.W.  (3)  ; Royal  Sea  Bathing  Hospital, 
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TABLE  III. — Esher  and  the  Dittons  Urban  District. 
Causes  of,  and  ages  at,  Death  during  the  Year  1913. 
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TABLE  IV. — Esher  and  The  Dittons  Urban  District. 

Infantile  Mortality  during  the  year  1913.  Deaths  from 
stated  causes  at  various  ages  under  One  Year  of  Age. 
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2 
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/ Enteritis 

1 

1 

Gastritis 

Syphilis 

Rickets 
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Inj uiy  at  Birth 

Atelectasis  ... 

1 

1 

1 
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6 
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13 

Nett  / Legitimate,  276.  Nett  / Legitimate  Infants,  12 

Births  in  t he  year  \ Illegitimate,  7.  Deaths  in  the  year  of  \ Illegitimate  ,,  1 
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FACTORIES,  WORKSHOPS,  LAUNDRIES,  WORK- 
PLACES AND  HOMEWORK. 

L— INSPECTION. 

Including  Inspections  made  by  Sanitary  Inspectors  or  Inspectors 

of  Nuisances. 


I’reinises. 

Number  of 

Inspections, 

Written 

Notices. 

Prosecutions 

Factories 

(Including  Factory  Laundries) 

21 

Workshops  ... 

(Including  Workshop  Laundries) 

119 

3 

W’orkplaces  ... 

(Other  than  Outworkers’  premises 
included  in  Part  III.  of  this 
Report) 

Total 

63 

1 

203 

4 

NIL. 

2.— DEFECTS  FOUND. 


Number  of  Defects. 

Number 

Particulars. 

Found. 

Remedied. 

Referred  to 

H.M. 

Inspector. 

of 

Prosecutions 

Xiiisances  inid-r  the  Putdic 
Health  Acts  : — 

Want  of  Cleanliness 

Want  of  V ent flat i on 
Overcrowding 

Want  of  drainage  of  floors... 
Other  Nuisances 

Sanitary  accommodation  — 
Insufficient 

Unsuitable  or  defective. 
Not  separate  for  sexes... 

16 

1 

2 

5 

16 

1 

2 

5 

NIL. 

NIL. 

Offences  under  the  Factory  and 
Workshop  Acts 

Breach  of  special  sanitary  re- 
quirements for  bakehouses 
(ss.  97  to  100). 

Total  ... 

24 

24 

* Including  those  specified  in  Sections  2,  3,  7,  and  8,  of  the  Factory 
and  Workshop  Act,  1901,  as  remediable  under  the  Public  Health  Acts. 


3.— HOMEWORK.—NIL. 
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4.— REGISTERED  WORKSHOPS. 


Woi’kshops  on  the  Register  (S.  131)  at  the  end  of  the  Year, 
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Bakehouses 
W orkshops 
Workshop  Laundries 
Cottage  Laundries 
Dressmakers’  Workrooms 


Number, 


6 

25 

11 

28 

17 


Total  number  of  Workshops  on  Register  ... 

■ 

87 

5.— OTHER  MATTERS. 

Class. 

Number. 

Matters  notified  to  H.M.  Inspector  of  Factories  : — 

Failure  to  affix  Abstract  of  the  Factory  and  Woikshop 

None. 

Act  (S.  183,  1901) 

Action  taken  in  matters  re-  /Notified  by  H.M.  Inspector 

None. 

ferred  by  H.M.  Inspector  I 
as  remediable  under  the  j 

Public  Health  Acts,  but  | 

None. 

not  under  the  Factory  and  1 Reports  (of  action  taken) 
Workshop  Act  (S.  5,  1901)  V sent  to  H.M.  Inspector. 

Other 

None. 

Underground  Bakehouses  (S.  101)  : — 

Certificates  granted  during  the  year 

1 

In  use  at  the  end  of  the  year 

None. 

